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SSC Service Bulletin 


TO: ALL REGENCY COMMUNICATIONS PROFESSIONAL SALES & SERVICE CENTERS 
ALL REGENCY COMMUNICATIONS PROFESSIONAL SALES REPRESENTATIVES 


MODEL AFFECTED: MA-337 


SYMPTOMS: A) THE MA-337 DECODES OTHERID CODES ALONG WITH THE CORRECT 
ioeecODEN we.ge, IF THE) CORRECT ID IS 1234 (SHORT CODE) 
AND IS BEING USED IN A 7 CODE SYSTEM A FALSE DECODE 
COULD OCCUR IF A 1278634 NUMBER IS RECEIVED. 


WRONG NUMBERS INTERRUPTING SEQUENCE 


B) SCANNER JUMPS CHANNELS WHEN THE TRANSMITTER IS KEYED. 


CURE: 


A) Add the following circuit to the non-component side of the P.C. 
Board as follows (use Figures 1 and 2 as a guide): 


ieee oot nee.c. Board foil connecting Pin 6 of IC1206 to Pin 15 
of IC1205 (see Figure 2a). 


eee omer 26, IN4148 diode, from) Pin 6 of IC1206 to Pin 15 of 
maewcuoetcatnode-to.Pin E£5 “0f FCl205) . 


Ser onnecren 24475 100K 1/8 wakt resistor, from Pin 15 of IC1205 
TONGrEoOund 


ApeeeCOnmect tnescathnode end of CRI227, 1IN4148 diode, to Pin 15 
of IC1205. Leave the other end free for now. 


See oumect one end of a. lOO0pr tubular ceramic cap, C1218, to 
Pin 7 of IC1205. Place a small piece of sleeving over the 
other lead of the cap and solder it to the free end of 
Gki22/ wtrom Step. 4) . 


Perc onniee tt ttnercoLlectom Of Ol1212,)7 SPS 952-2 transistor, to the 
@ MunetionsOL Cl2U38 and CRI22/. Connect the emitter to ground 
and leave the base lead free. 


Form No. 138—AW EN-AC368 


ees 


(eeeGD neocon LOUK L/S wate resistor, RiZ45," from Pin 3 of 
1c1203 (see pick-up point in Figure 2) to the free base 
lead of 91212. 


NOTE: This fix will only prevent false decoding of codes 
interrupted with wrong digits. It will not protect 
against other numbers where the short code ID code is 
uninterrupted e.g., using example in symptoms statement - 
no protection for number such as 7861234 or 7123486. 


B) Add a 150pF capacitor, Regency Part No. 1523-0151-002, from 
Bie woase Of O1Z06- Gor ground: This capaciion: is givernmine 


reference designator of C1219. This is to be added to the 
back of the board. 
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REGENCY COMMUNICATIONS, INC. 


<_——— 
13; 101204 oes 
01S RIZO8 INH ee : 
68K Wcri202 05 
RI209 : 
Ate 06 TUF 
Vv 
ie 6 E 
JUI: 
14 08 
CRI203 1 
ll iclz06E>O'2 ar r JUL: 
4584 | 09. aa 


00 


ICIZO05A 


3 4520 


IClZz06B>O4 
4584, ENA 


08 
/\+8¥ : 
IC1205B , 
RI210 4520 B 
lOoOK 


TO PIN 3 OF IC 1203 
a 


SHADED AREA INDICATES 
ADDED CIRCUITRY 


FIG. | 


FIG 2a 
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